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E.O. 11652: N/A 
TAGS: BMEP, KS 

SUBJECT: INCHON III POWER PLANT 

INFORM WESTINGHOUSE THAT DURING VISIT OF EXIM TEAM, DEPUTY PRIME 
MINISTER, AFTER CONFERRING WITH PRESIDENT, SAID KOREAN GOVERNMENT 
WISHES TO USE EXISTING $26 MILLION EXIM CREDIT FOR INCHON III 
POWER PLANT. CONSEQUENTLY, IF WESTINGHOUSE CAN COME UP WITH NEW 
PRICE REASONABLY COMPETITIVE WITH FRENCH PRICE EOR INCHON III 
ONLY, THEN GOVERNMENT WOULD WISH TO AWARD PLANT TO WESTINGHOUSE. 
AT THIS POINT ROKG INTENDS TO PROCEED ONLY WITH INCHON III, 
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